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JElectrical Engineering.
THE   ELECTRICAL   ENGINEER'S   POCKET-BOOK   OF
MODERN RULES, FORMULA, TABLES, AND DATA. By H. R. KEMPS, M.InstE.E., A.M.Inst.C.E., Technical Officer, Postal Telegraphs,
Author of " A Handbook   of  Electrical Testing."   &c.   Second Edition,
thoroughly Revised, with Additions.   With numerous Illustrations.   Royal
32mo, oblong, 55. leather.
"There is very little in the shape of formulae or data which the electrician is likely to want In a hurry which cannot be found in its pages."—Practical Engineer.
"A very useful book of reference for daily use in practical electrical engineering and its various applications to the industries of the present day."—Iron..
" It is the best book of its kind."— Rlectrical Engineer.
"Well arranged and compact. The ' Electrical Engineer's Pocket- Book' is a good one."— Electrician.
" Strongly recommended to those engaged in. the various electrical industries."—EtectricaJ, Review*
Electric Lighting.
ELECTRIC LIGHT FITTING:  A Handbook  for Working
Electric
men
With
Chapters.   Crown 8vo, 55. cloth.
"This volume deals with what may be termed the mechanics of electric lighting, and Is addressed to men who are already engaged in the work or are training for it. The work traverses, a great deal of ground, and may be read as a sequel to the same author's useful work on ' Electric Light.' "—Electrician.
" This is an attempt to state In the simplest language the precautions which should be adopted. In installing the electric light, and to give information, for the guidance of those who have to run the plant when installed. The book is well worth the perusal of the workmen for whom it is written."—Electrical Review.
" We have read this book with a good deal of pleasure. We believe that the book will be of use to practical workmen, who will not be alarmed by rinding mathematical formulae whicn they are unable to understand."—Electrical Plant.
" Eminently practical and useful. . . . Ought to be in the hands of everyone in charge of an electric light plant."—Electrical Engineer.                                                                . .
" Mr. Urquhart has succeeded in producing a really capital book, which we have no hesitation in recommending to the notice of working electricians an«i electrical engineers."—Mechanical World.
Electric JLight.
ELECTRIC LIGHT: Its Production and Use. Embodying Plain Directions for the Treatment of Dynamo-Electric Machines, Batteries, Accumulators, and Electric Lamps. By J. W. URQUHART, C.E., Author of "Electric Light Fitting," "Electroplating," &c. Fifth Edition, carefully Revised,with Large Additions and 145 Illustrations. Crown 8vo, 75. 6d. cloth. " The whole ground of electric lighting is more or less covered and explained in a very clear and concise manner."—Electrical Review.
"You cannot for your purpose have a better book than 'Electric Light,'by XJrquhart."— " The"book is by far the best that we have yet met with on the subject."—Athen&um.
Construction of Dynamos.
DYNAMO CONSTRUCTION : A Practical Handbook for the Us* of Engineer Constructors and Electricians-in-Charge. Embracing Framework Building, Field Magnet and Armature Winding and Grouping, Compounding, &c. With Examples of leading English, American, and Continental Dynamos and Motors. By J. W. URQUHART, Author of "Electric Light," " Electric Light Fitting," &c. With upwards of 100 Illustrations. Crown 8vo, 75. 6d. cloth.
"Mr. Urquhart's book is the first one which deals with these matters in such a way that the engineering student can understand them. The book is very readable, and the author leads his readers up to difficult subjects by reasonably simple tests."—Engineering- Keview.
" The author deals with his subject m a style so popular as to make his volume a handbook of y&t practical value to engineer contractors and electricians in charge of lighting installations. —
Scet^Synaaao Construction' more than sustains the high character of the author's previous • publications. It is sure to be widely read by the large and rapidly-increasing number of practical electricians. "—Glasgow Herald.                                          .,,„,*
" A book for which a demand has long existed."—Mechanical World*eii*mlr4yr « j )«i» ti.l-ir* ». *iM 1-n* uit<f4r«f)«rt»|««< 4 f«»-
